contact  info  for  Ted  Fikre  and  Dan  Beckerman? 


Subject:  contact  info  for  Ted  Fikre  and  Dan  Beckerman? 
From:  "Nick  Griffin"  <@> 

Date:  12/23/2016  09:02  AM 
To:  nlasky@ccala.org 


Nicholas  Ziff  Griffin 

Director  of  Economic  Development 

https://www.downto\ 


Downtown  Center  Business  Improvement  District 

626  Wilshire  Blvd.,  Suite  200  I  Los  Angeles,  CA  90017 
Call:  213-416-7522  I  Fax:  213-416-0858 
Web:  DowntownLA.com 
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